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CONFIDENTIAL 

PAGE 01 FRANKF 04859 311531Z 
53 

ACTION SY-07 

INFO OCT-01 EUR-06 ISO-OO /014W 

052475 

R 311521Z JUL 74 
FM AMCONSUL FRANKFURT 
TO AMEMBASSY BUCHAREST 
INFO AMEMBASSY SOFIA 
SECSTATE WASHDC 7726 

CONFIDENTIAL FRANKFURT 4859 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONER 

REF: SOFIA 1267 (NOTAL) AND 1297; FRANKFURT 4782 (NOTAL) 
BUCHAREST FOR RSO, STATE FOR A/SY/T 

1. PLEASE HAVE YOUR SEABEE TRAVEL TO SOFIA TO ATTEMPT 
REPAIRS ON THE ACR AIR CONDITIONER OR WITH HELP 
DISCONNECT THE UNIT AND MOVE IT TO AN UNCLASSIFIED 
AREA SO THAT A LOCAL AIR CONDITIONER SERVICE FIRM 
MAY REPAIR OR ADVISE WHAT REPAIR PARTS ARE NECESSARY. 

2. THIS APPEARS TO BE THE MOST LOGICAL AND LEAST COSTLY 
SOLUTION TO THEIR PROBLEM.HARLAN 
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